Consequently, for the reasons set forth in this decision and in my
show cause order of September 30, 1981, as appended hereto and incorporated
herein, I conclude, the defense of diminution of safety or greater hazard
is a bar to this enforcement proceeding.  Accordingly, it is ORDERED
that the pending motion to approve settlement be, and hereby is DENIED
and the captioned matter DISMISSED with prejudice.

B. Kenne<
Administrative Law Judge
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